From: 

Sent: 

To: 

Subject: 


Freeman, Lauren (POL) 
Thursday, July 26, 2012 3:51 PM 
Corbett, Kate (DPH) 

RE: Mileage Reimbursement 


It looks perfect! Scanning them to me is the best way...faxing works as well, just not as good quality as a scan. 

Thanks so much! And please don't hesitate to contact me with any questions...I'm happy to help! (Pass that along to 
everyone too) 

-Lauren 






Administrative Secretary 

Massachusetts State Police 
Forensic and Technology Center 

124 Acton Street 
Maynard, MA 01754 
(p) 978-451-3312 
(f) 978-451-3320 

lauren.freeman@,pol. state, ma. us 


From: Corbett, Kate (DPH) 

Sent: Thursday, July 26, 2012 3:45 PM 
To: Freeman, Lauren (POL) 

Subject: Mileage Reimbursement 

Hi Lauren, 

I’ve attached my mileage reimbursement. Please let me know if I did it correctly or not. Also, if you would like the original I 
would be more than happy to mail it to you! Just let me know how you would like to receive them going forward and I will 
pass it along to everyone else at the JP lab. 

Thanks, 

Kate Corbett 
Chemist II 
Drug Analysis Lab 
305 South St. 

Jamaica Plain, MA 02130 
phone (617) 983-6632 
fax (617) 983-6625 


l 


Corbett email PRR 019181 




